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FIG. 217.   SCREEN.

These apparatuses, which are
built in various sizes, require,
on account of the danger of
operation, special care in the
making. Hence a special brand
of cast iron is used for prepar-
ing the castings. The bolts are
made out of rivet steel. Before
being used these apparatuses
are being tested at a pressure
of TOO to 200 atmospheres, de-
pending on the pressure which
they will have to stand in the
regular operation.
The digester built by IT. W.
Dopp Co., Buffalo, N. Y., con-
sists of a steam-jacketed kettle
provided with a strong domed
and ribbed cover clamped, with
steam-tight packing, to the
kettle by means of eight cam
clamps. The cover can readily
be undamped and thrown back
on a loose hinge by means of a
light tackle.
Separating Solids from
Solids. The separation of sol-
ids from solids is performed by
various appliances, according to
the size or according to the spe-
cific gravity of the materials
contained in the mixture.
Screens. The separation of
substances according to their
size ("sizing") is a matter of
great importance in metallurgy
and is generally performed by
means of screens, Fig. 217,
made of perforated metal or